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GREAT CIRCLE DISTANCES AND AZIMUTHS 
FROM 


SAN DIEGO, CALIFORNIA 
° 
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ALL POINTS ON THE EARTH'S SURFACE 


Pubianed at Washinyton, 0 C., 
Dy the U.S. NAVY HYDROGRAPHIC OFFICE 
under the authority of the SECRETARY OF THE NAVY 
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ThtS GHART IS MOT TO BE USED FOR NAVIGANON 


CONCENTRIC CIRCLES INDICATE NAUTICAL MILES. 
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AZIMUTHAL EQUIDISTANT PROJECTION 
SCALE 1:72,913,400 
(OME ICH = 1000 NAUTICAL MILES) 
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